
ENLARGED PRINT FROM 8MM MOVfE FILM OF WINDOW FROM WHICH SHOTS 
WERE FIRED. PICTURE WAS TAKEN MOMENTS BEFORE ASSASSINATION. 
TOP FLOOR (7th) NOT SHOWN IN THIS PHOTOGRAPH. 
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